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LaserSoft Imaging® 


WorkflowPilot® 
(Step-by-Step Assistant) 


SRDx 
(Software based Dust and 
Scratch Removal) 


iSRD®* 
(Infrared based Dust and 
Scratch Removal) 


Clone-Tool 
(Stamp Tool) 


HDRiP4W* 
(RAW Data with Infrared 
Channel) 


Multi-Exposure* 
(Multiple Exposure for 
increasing Dynamic Range) 


Automatic Frame 


Detection 
with IFF*Engine 


scc® 


(Selective Color Correction) 


NegaFix® 
(Negative to Positive 
Conversion) 


JobManager® 


Kodachrome 
Features 


AACO 
(Auto Adaptive Contrast 
Optimization) 


Auto IT8 Calibration 
Printer Calibration 


Expert Mode 


16 Bit Histogram 


48/16 Bit RAW Data 
48/16 Bit Images 


* if your scanner’s hardware is supporting this feature 


SilverFast Archive Suite 9 
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SilverFast Archive Suite 


including marker and eraser tool 
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including eraser tool 
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save and load own frame sets 
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with polygon or path mask 
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own profiles can be generated 


QRQQAQQA 


optionally available 
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